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WATER LILIE 
WATER PLANTS. 





THE LILY POCL THAT IS WELL PLANTED AND PRODUCING BLOOMS WITH THB MOST 
WONDERFUL COLORS, IS AT OMCB, THE PLACE OF ATTRACTION IN THE FLOWER GARDEN. 
WE WANT YUO TO SUCCEED WITH THE PLANTS WE SELL, AND HAVE GIVEN SEVERAL 


NOTES ON THR GROWING OF WATER LILIES AID PLANTS, WHICH WILL HELP YOU TO 


HAVE A BRAUTIFUL POOL. “PLEASE FSEL FREB TO WRITE US. 
TPESE PLANTS ARB FOR SALB AT 
HOWELLS WATER GARDEN, oR. F. D. "2,  SHELLMAN, GEORGIA. 
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MARLIAC WHITE Pure white hlooms, strong growing, 

end one of the best white liliess » «ees $1200 
BUGENIE. DE LAND Large deep .ose pink blooms, strong and : 

easy to LYOWs, free blooming - o ¢ @ @ @ eee e 1.00 
HELEN FOWLER A nice rose pink with medium blooms, 

easy growing prolific bloomers « 2» e ee ee e Le 
AURORA Blooms change from light red to dark red : 

@ good blooming lily for small spacee « » « e « 2600 
YELLOW PYGMY Small yellow bloons, grow in a large pot 
| or in tho tub garden, a fine lilye « + « + 0 « ¢ £200 


GLADSTONE . - Large pure white blooms, heavy growing ae 
an excellent lily that needs space « « » « » « ¢ 1250 
MARLIAC ROSE Light rose blooms, good growing ; 
fragrent and free blooming eseeeee @ @ 4250 
ROSE AREY — Clear rose blooms, easy to grow 


free blooming and fragrant « « » « © © © © © » © 1000 
MARLIAC YELLOW Bright chrome-yellow, free blooming 
grows compact and vigorous 0» « » e «+ 6 #4 Oe 1050 


BUNRISE Strong growing, large yellow 

blooms that open early » +e ++ 262 46 0 9 © & 2080 
GONNERE Beautiful double white blooms 

medium growing and good « » «© ¢ © 9 ©» © © 0 8 20 
COMANCHE Rich apricot blooms that are changeable 


strong growing and free blooming « e «© © « ¢ © » 2050 
JANES BRYDON Cup shaped rosy crimson blooms | 
strong growing and medium size e« » « » «© » e 9 e 2600 


GLORIOSA Beautiful rose red blooms good size i 
| medium growing and a good bloomer e 6 « © © » « 8950 ! 
CONQUEROR Large red blooms, strong growing 
. a vigorous lily that bloome free e + «© 9 «© & 6 » 2080 
ATTRACTION Bright red blooms ond easy to grow 
free blooming and mich admired $200 
BSCARBOUCLE A very bright vermilion red lily 
free flowering and medium growing $000 


_. The hardy lilies listed abeve are censidered the best, : 
and will give continuous bleem from early Spring to the 
-begining of Fall. 
They need not be replaced each year, but winter nicely 
if ioe does not freeze the roets, some protection is needed 
in the Northern States. 
Give these plants good size bexes and use good garden | 
soil or rich loam, mix $ pound ef bone meal te each boxe 
Put the hardy roots well inte the seil, the long reots 
should lay horizontal, place gravek or stones ever the roote, 
let the buds be above the soil. 
About 8 inches of water above the boxes is best, but many | 
of these lilies will grow in ponds at a depth ef 24 inches. 
All plants are tagged when shipped. 


HOWELLS WATER GARDEN, SHELLMAN, GEORGIA, 








TROPICAL WATER LILIES. 
- gucust KOCH, Fragrant pure lilac blue blooms, easy to Webe adie a 
good blooming plant in any warm sunny pooles «y+ ee see 192025 


PANAMA PACIFIC, A nice rich purple blue and fragrant blooms, an 
excellant blooming plant and sure to please. © 02 @ 9:0. @ pa ope 8 Been 


Please note that blue water lilies can only be obtained in 
tropical plants, as there are no blue hardy lilies. 


Tropical lilies are shipped as potted plants about June lst. 
Plant these in good rich garden loam, do not make the boxes 
too small, they are strong growing, the boxes should be 20 to 
24 inches square and about ten inches deep, made of good piney 
let the water be about eight inches over the plant, let bud of 
the plant be just level with the soil, mix = pound of steamed 
bone meal with each box of soil when planting, plenty of 
sunshine is very necessary for success with tropical water 
lilies, they must have warm water. 


EGYPTIAN SACRED AND AMERICAN LOTUS, 
SACRED EGYPTIAN LOTUS, LARGE vink blooms, umbrella like leaves that. 
stand high above water, fragrant. o 'o tpg 0 STRDEPS + 6 se ee w « 2e00 


AMERICAN YELLOW LOTUS, Large yellow blooms, leaves that stend high, 
a native plant, that is easy to grow, + » -Tubers « » « « «© «© © «© 2000 


Plant lotus as dormant tubers about April 15the in about 6 inch 
water, fertilize same as lilies, they prefer 9 clay soil. 
Place the tubers in rich clay soil. horizontal, be careful in 
_ Bandling do not break the buds, give plenty of room, make the 
boxes as for lilies but Targer. Unless well established lotus 
may fail to bloom the first year. 
; . ‘ 
JAPANESE SNAIL, (Live bearing) are best. for eating away the algea 
and keeping the pool clear, good sixe, 8 for ». »« « « © « « « » » 1000 


RAMSHORN SNAILS, these are about # inch across, lay eggs and are | 
very prolific, excellent scavengers. « «12 fore « «© + © © © © © «© 1000 


Water. snails consume the algea that grows ip and discolors the pool water, 
they should not be put in a new pool as they will have nothing to live on. 
When the pool sides and the leaves of the plants become slimy, the snails 
can live and thrive. 


Place lime in the pool by wrapping a’ small oup full in paper and plaGine 
in a corner of the lily box or pool, ,cover with soil, in a large pool 
place several of these, some days after placing punch the paper and 
allow some of the lime to float in the water, Lime placed in the pool 
this way will help keep the water from becoming acid, and the snails 
need lime for their shell. 

| 


| ARROW HEADS 


| UMBRELLA PALM 


| saat AND OU PLAWTS 
ANACHARTS 


A green” oluetar under water, tiny white blooms 


. good for the fish, good oxygemator, bunch e « e we ee 
AZURE HYACINTH Floating vine, rich blue blogs all Summer 


quick growing good blooming plant, gach « » « » ew ee e 
Good grYowing edge vlant, arrow shaped leaves | 
onal white Bloons, 6 for +: oss cde ea eo 8 8c 
SAGITTARIA Tall strap leaves, sme] white blooms, | 

‘ -- good vlant for the pool, and the fish, 6for e.. «ae 


nice yellow blooms gil Swumer, 2 fox. « os « 
PARROTT FEATHER Feathery green foliage on trailing stems 
quiok and beautiful srewth, bunch « + + « 
BLUE STEM TARO Deep green leaves ov dark blue stems 
plants grow easy and quick, each « « ee +» sw eee 
Unbrelle shaped slender leaves on stems | 
easy to grow in bog or water, eath » + « + « ee ow 
(Thalia) Canna like leaves ti feet high 


WATER CANNA 
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Gach wee see sane 


VALISNERIA Long narrow leaves, bottom runners, 
. good for the fish, grows easy, 6 for « « «2 «a 2 ee 
’ PICKEREL RUSH Bog plant, blue blooms.on tall stems, 
| guick growth, good bloomer, 
YELLOW IRIS A showy bog plant, tall iris leaves, | 
‘yellow blooms on tell stems, each « « « 6 « 
‘BLUE IRIS .——-—s Tall narrow leaves, easy to grow, . 
coe blue blooms on tall stems, each « . « « 6 » » 
RED IRIS Beautiful tall growing iris, showy . 
oa deep rust red flowers on tall stems, cach « e 
WATER POPPY Small floating leaves, bottom rumers, 


blue blooms on tall stems, showy , each © de BET Makes hc hes . 


PRINROSE WILLOW Narrow leaves on vlants 2 to 3 feet tall 


bright yellow blooms all Summer, each « . se ee ee 


(Calladium)Larce green leaves on tall stems 
strong growing edge plent, wet soil, ses eo eee we 


pn 


lvanatan strong plants eaoh » ee os eee nes _ 


plant for the vool and Pflawer yard. 


‘Plants 2 to 3 feot high, 


? ALL above plants will grow in water 2 to 6 inches deop 3 except 
where indicated, and are a very, attractive addition to ne pool 


and Lares yard. : 
HOWELLS WATER GARDEN, 


cr ae 


‘SHELLMAN, 


Large long green leaves, can be grown 10 feet 
high, may be Wintered in groen-house, a showy. 


: “GEORGIA. 


ELEPHANT EAR 
MILLFOIL 7 Feathery bottom growing In0 88 
ARUNDI.TECTA A graceful growing hardy bamboo 
BUGLE PLANT (Sarracenia) Catches flies end ork. yellow Rican 
in early Svring, queer plant that is easy to grow, 
plant in damp soil 2 inches above water, in full — 
BANANA PLANT - 


. excellent for fish spawning, bunch « « « « we Nana was 


strong growing plant, damo soil or water, each es ee 


Ne ee 
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ern an He ‘ xo to BUILD AUILY POL) Cs 


ane a form in ‘the earth nes ay inches deep, slope the sides ‘te 45 
Beets e tamp smooth and hard. Make a cement plaster of one part cement, five 
sand and four varts Stal] gravel. Give a thorough mixing while dry, add 
oes water to make a plaster just soft enough so about two inches thick can be 

plastered on the dirt form, have the toy level. | 

Twelve hours after making fill with water, let soak four days, renove the 
_. water, refill and sqak again four days, remove this water, refill and put in 
_ the plant boxes with good garden soil, also fish and plants. - 

& pool, size 6 by 10 feet, will require less than two sacks of cement ar 
built in this way, and will give many years of service. 





Bt aed After the pool has been built sometime, it may be painted on the inside 

; he iar with black asvhalt paint, this paint. must be put on the cement when fully 
| oe ary, it helps’to keep the pool walls free of algeas | 
Hae Vege niles 9 If you live where the Winters are severe, just take out the fish, remove 
ae ty the water, fill and bank the pool with leaves or straw, cover with boards or ~ 


ae some good cover for Winter, The lilies,if hardy, will not be damaged | but 
eae Ge _ will sleep re the Winter in good. shape. | 


leone ‘CULTURE NOTES ‘FOR WATER LILIES. 
hy Folded tee Lily noel in full sunshine , tions will be more ‘yiocue, and the 
_ plants will grow better, water lilies. ‘and water plants are eee growing 
Nal nang must hawve. warm weather. 
Do not use plant boxes that are too. etekt 20 bo. 24 ‘inches square ‘is right 
eau Ma and about 10° inches deep ,water lilies. gheutd have room for the roots to sovread. 
ee) Plem®) hardy diides in April; May, or in the Summer months. Plant 
-.  » tropical lilies anytime after June lst. 

Water lilies should be planted in rich parden soik, and after growth has 
started, put a Little bone neal to the, roots of each plant several Hee 
during Summer. 
 $ettle the. plants into ‘the soil with the buds just out, top of soil 
should ‘be about eight inches frora surface of the water. . ) 

q Cover the soil in the plant boxes with large gravel, SO the fish cannot : 
aig: out the lily roots, and retard their growth. 
Plenty of Plants, some hardened plaster. paris, and pients of decal 
will keey the pool clear. Run in soue fresh water each week if convenient. 
Keep golafieh in the ty peo and no eee wer be raised. 


Teas aD SHIPPING. CM tse ‘ en 





; eee send cash, cheok, or money order for lilies and plants, no plants 
; way be sont Ce Oe ah 
ih Lilios and plants anauds be sent by express, packages are damp or wot. ' 
AL Lildes and plants are shined in dam moss, and usually arrive in 
good condition, place in water when received, do not let them get dry. 
‘Order early, lilies and plants will be ah ops at the best time for 
Planting, or sooner if vou desire. 
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/ WATER HYACINTH 


FLOATING WATER HYACINTH 1s ONE OF THE BEST PLANTS FOR THE roe ‘hp coves 
MORE BLOOM THAN ANY VOTER PLANTS IF PROPERLY CARED FOR \ 


THEY ARE SO BASY TO. GROW: ONE, DOZEN PLANTS IF FLOATED IN- A WR Soy 
PLACE IN THE POOL, DUSTED WITH A SMALL AMOUNT OF Sauneuye ie: Wits eit 
4 LOT OF BLOOM AND INCREASE THE NUMBER OF. PLANTS. 

Nothing is better for the fish in praee as the fing roots of watar 
hyacinth suit the fish perfectly. 


Wnen the fish spawn and the eggs can be seen | 
on the hyacinth roots, remove these nlants to a 
shallow part of the pool and surround with screen 
so the large fish oan not eat these eggs. 


Goldfish eggs hatch in about four. days in 
Sumner, aud the little fish need no mite rae for 
several days 5 






Water hyacinth are best cultivated by giving mers. 
them plenty of water for floating, and in a 
sunny place, Dust the plants once each week 
with fine ground bone meal, this will not hurt 
the fish, if weather is very dry and hot, spray 
the plants late in the evening several times 
each week. 


Water hyacinth are very tender and can hardly 
be Wintered if there is much icee Flants are | 
not costly, se it is best to replace each seasons 


BE SURE TO PUT IN AT LEAST 25 GOOD HYACINTH PLANTS IN YOUR POOL BACH 
SEASON, SBE THERM BLOOM AND WATCH THE FISH THRIVE. THE FISH FIND THE 
SMALL TENDER ROOTS SO GOOD TO HAT THAT UNLESS THERE IS A GOOD NUMBER OF 


PLANTS THEY WILL STRIP THE ROOTS OF A SMALL NUMBER AND CAUSE THEM TO TURN 
YELLOW. 


WE WILL SEND YOU CLEAN WELL ROOTED PLANTS, AND IN LOTS OF 25 WILL 
INCLUDE A PACKAGE OF BONE MEAL FOR FERTILIZING. 
Lae 
25 - NICE ROOTED HYACINTH PLANTS AND FERTILIZER « » « ¢ o's ¢ $1. 


100 - NICE HYACINTH PLANTS, No fertilizer . +. .+«- se ee $3.00 


HOWELLS WATER GARDEN, | SHELLMAN, GEORGIA. 


